NOTES: 

1. THE UNDERPAVEMENT STORMWATER MANAGEMENT 
S NECESSARY TO ACHIEVE THE 5:1 LOADING 
RATIO OE IMPERVIOUS AREA TO INEILTRATION 
AREA. 

2. INEILTRATION BASINS POR THE BLUE AND GREEN 
AREAS ARE ASSUMED TO BE UNDER PAVEMENT 

THE AREA OE THE OUTDOOR WATER PARK. 
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